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LY December 1959 


MEMORANDUM FOR: Comptroller, DPD-D0/F 
SUBJECT t Ponds for Testing Aggregate Tox 


25X1A 


Zone 1. Tt is requested that $250.00 be set aside for testing rock seuples 
for concrete aggregate at the IEE Project. 


2. It is proposed to have Reynolds Blectric Engineering Company 


ervange for the necessary tests ani submit the iuvotce through appropriate 
channel. 


25X1A 


25X1A 


va/nep-pn/P (738 
Dist: O&1 = 


Le jua/orp 
3s Eafe 


: Te: TS 8 COajyr 


Approved For Release 2001/07/27 : ClA-RDP81B00879R001000010075.2 


AUTH: HR 70-2- 


SECRET = =: bE neve wen: 010958 


